
DEVAL L. PATRICK 

GOVERNOR 

TIMOTHY P. MURRAY 

LIEUTENANT GO VERNOR 


The Commonwealth of Massachusetts 

Department of State Police 

305 South Street, Jamaica Plain, MA 02130 

617-983-6622 


MARY ELIZABETH HEFFERNAN 

SECRETARY 


COLONEL Timothy P. ALben 
SUPERINTENDENT 


07/27/12 

Thomas Flanagan 

Assistant District Attorney, Plymouth County 
Mr. Flanagan, 

Enclosed is the information you requested. Included are copies of the following; 

1. Drug Analysis Laboratory Receipt. 

2. Analysis sheets with chemist’s hand notations and test results. 

3. GC/MS analytical data for sample 


If you have any questions about these materials, please cal! me at the number below. 



Chemist II 
Drug Analysis Lab 
(617) 983-6632 


Excellence In Service Through Quality Policing 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 

Boston Drug Laboratory State Laboratory Institute 

Tel (617) 983-6622 
Fax (617) 983-662S 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 
1:00 - 3:00 


City or Department: Brockton Police Department ___ Police Reference No.: 

Name and Rank of Submitting Officer: DONOHUE, PATRICK s 38C DOC # R01274_9 


Defendant(s) Name (last,first,initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted G,oss Wei 8 ht Lab Number 


1) DARK GREEN TABLETS (QTY: 20) 

TABLETS (S17 693 i 



2) DARK GREEN TABLETS (QTY: 8) 

TABLETS (SI 7694 ) 


3) WHITE TABLETS (QTY: 89) 

TABLETS (S17695 ) 

O 

TCn ^ 

4) LIGHT GREEN TABLETS (QTY: 7) 

TABLETS (S17696 ) , rt„ n/> 

( OTlfj-. 

0 

J? zd /A 

5) WHITE TABLETS (QTY: 20) 

TABLETS (S17 697 ) t 

/ 9 . T/ * 

6) WHITE TABLET (QTY: 1) 

TABLETS (S17698 ) 

0 

/ 9 6 [K 

7) PINK TABLET (QTY: 1) 

TABLETS (SI7699 ) 

mm 


Received By: 



Date: 


Ji3/vg 

\ 
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PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 


Boston Drug Laboratory 

Department of Public Health 

State Laboratory Institute 

Amherst Drug Laboratory 

Tel (617) 983-6622 


Tel (413) 545-2601 

Fax (617) 983-6625 


Fax (413)545-2608 

Boston Hours 


Amherst Hours 

8:00-11:00 

DRUG RECEIPT 

9:00-12:00 

2:00 - 4:00 


1:00-3:00 


City or Department: Broc ^ ton Police Department _Police Reference No. 

Name and Rank of Submitting Officer: donohue, Patrick s 38Q doc #_ 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 
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City; Brockton Police Dept. 


Officer: 


Amount: 
No. Cont: 
Date Rec'd 
Gross Wt.: 


Detective PATRICK DONOHUE 


1 Cont; pb 
03/31/2010 


1 (U 


Subst: TAB 


No. Analyzed 
Net Weight 
# Tests 


i PVO> 


Prelim; C V.D'WUs ^cr-cv^ Findings; 


mwo^ 


Officer: 
Def: 
Amount: 
No. Cont: 
Date Rec’d: 
Gross Wt.: 


Brockton Police Dept. 

Detective PATRICK DONOHUE 


1 Cont: pb 
03/31/2010 


Date Analyzed: o i-s 3 >- 


Subst; TAB 


No. Analyzed 
Net Weight 
# Tests. 


\ P''-y c. 


Prelim^;' 


Findings: o_ 

iv,V\o s kJ- 


Date Analyzed: 1 ■ 


City: Brockton Police Dept. 
Officer: Detective PATRICK DONOHUE 


Amount: 
No. Cont: 


Cont: paraphernalia 


Date Rec’d: 03/31/2010 
Gross Wt.: 179.50 


Subst: RES 


No. Analyzed 
Net Weight 
# Tests, 


O' TV-ej 


Prelim: 


Findings: iOCT~'" 


• "v j.. 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 



AGENCY & 


No. of samples tested: 


ANALYST P'rO 


Evidence Wt 


PHYSICAL DESCRIPTION: 

VU* ON « f>c<\ V <-v_ 


Gross Wt ( ): 

Gross Wt ( ): 

Pkg. Wt: 
Net Wt: 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Mlcrocrvstalllne Tests 
Gold 

Chloride _ 

tlta_lj__ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS 
DATE © 


GC/MS CONFIRMATORY TEST 

RESULTS__ 

MS 

OPERATOR __ r ___ 

DATE 


Revised 7/2005 
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UfcSUKIHIlON: 

Gross Wt { ): 


Cl) ( >~T' ^ ve. O'Aj.. ;-\Vo v ¥ x ^ v ^ 

Gross Wt ( ): 





^ x ^ 

Pkg. Wt:_ 



Net Wt: _ 

o- cn &3 


PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( --) -v- 

Marquis_ 

Froehde's 

Mecke's 


Microcrvstallino Tests 


Gold 

Chloride 4- _ 

TLTA ( -) -V- 
OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS Co c cu'O 
DATE V^-jQ 


GC/MS CONFIRMATORY TEST 

RESULTS_ 

MS 

OPERATOR _ 

DATE 


Revised 7/2005 
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Pharmaceutical Analysis Sheet 


Sample JEHU 
Count ^*3 


Ci tv ^>'Oc\CA-pc'') 


E.O. weitrlit W-Sv 


Description: q 


Ballistic I D. Q C- 30 


l-D. Source y~Cy l a p c 


~x c-coN e ~ 
\"s V s^o 




Pinal I.D. 



GC 





conipieted_ 


S.MlbD 


Sample #1 


Cttv 3>-^jCA_lA~o r '\ 


Count__Description: 


Ballistic I.D. OC- SjO 


‘XSJ'yclC 


a-i(o^3 


.D. Source ^vi^Oc 
0/V\LO r v^n 

■'iiiaI I.D. 


MS chemist ^ ___completed_ 


Sample -t 


Count ^*3 


Citv ^s-oc\CVDr^ 


E,0. weittht C\, ‘S, 


Description: 


r\S • 




Ballistic SO: 


.0 Source {^fu ac ir-fln ■£-.*• 


Final S.D. -e-, r/AVA\ 


CoA V VA fO vJA d ML 


X \ 



Jt 3 


_ -\ v 
O ^ t 


MS chemist fVisCs, 


comoleted O 1 - ^ i — \ 


o 
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Pharmaceutical Analysis Shed 


Sample | 


Coum ") 


Ciiy v-f's_E.O. weight 3 s • V 


Description: 


Ballistic I.D QS. 
i 0 Source 

Q'Xfc'Ux- ^O'CYS 


O'iL.V-A- 


\-2) X2. 


^yv-'Qos'' rva t S 

v'A v^i=> ( t G A ti 



•inal I.D. 


MS chemist ipy^O 


completed- 




Sample 


City ^s r <.jC: \^ \—ta'Y _E.O. weight \ °\ ■ _ 

^XlV-> \~- U\ . b G \ C 

Count_ ^ Q Description: u)Ai.\e o J Gt.V ■V c vS'-’-V' 

\PC 

Ballisiic I.D (SVuqc a _ 


l.D Source PT^ tylo^v.c^C 

> 

I* inal 1. P' Trt^dTt CcAo \ 


pC_ Vov'i iJ-V Ar<r OkTxx <-vcA CA 

— ^ \ E 

MS chemist 



_completed ^ ~ n"3>~- 1 Q 


Sample | 


Count 


City '^itoc.^\S r S _ E.O. weiuht \ -°\ 


Descriprion: 


CK 


Ballistic I.D. ^ ^ 


I.D. Source 

CS-0' u' \t,2 


VD V 


o. nO c i 



Final I.D 


MS chemist T'vCs/Cj 


completed 
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Pharmaceutical Analysis Sheet 


Sample ft 


City 


rv:, c_VC 


E.O. weight y ■ 


Cotim__Description: 

Ballistic ! D ^r c lO 

l,D. Source .-i/viau^r: 


^ v~A \ C. <0 O c-^V. At 
VA -<?S> 




. V' 


LJ 





I-ilia I l.D. 




MS chemist 




completed_ 


”1- \B> - l o 


Sample if _City__ E.O, weight 

Count_Description: 

Ballistic l.D.__ 

l.D. Source_ 

l-'mul I.D.__MS chemist_completed_ 



Sample -f _City_E.O. weight 

Count_Description: 


Ballistic l.D. 


I D Source 


Final l.D _MS chemist__ completed 


Corbett email PRR 004124 














Page 1 of 1 


Drug Information 


DRUG NAME; OXYCONTIN 

INGREDIENTS; OXYCODONE HYDROCHLORIDE - 80 MG 



Color; Green 
Shape: Circle 

Imprint: oc The tablet is imprinted 
with OC on one side and 80 on the 
other side., 80 

Form: Oral Tablet, Extended Release 

Available-Container-Size: Strip of 
25, Bottle of 100, Box of 20 

AAPCC Code: 037705 - Oxycodone 
Alone or in Combination (Excluding 
Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 


NDC: 59011-0107-25 
59011-0107-10 
59011-0107-20 

Excipients: Sodium Hydroxide ; Sorbic 
Acid ; Stearyl Alcohol; Talc ; Titanium 
Dioxide ; Triacetin ; FD&C Blue No. 

2 ; Hydroxypropyi Cellulose ; Ferric Oxide, 

Yellow; Ammonio Methacrylate 

Copolymer; Hypromellose ; Lactose ; Magnesium 

Stearate ; PEG-400 ; Povidone 

Regulatory Status: Schedule II 

Availability: United States 

Product ID 5718858 

Contact: Purdue Pharmaceutical Products 




Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http://www.thom$onhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 7/26/2012 
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Drug Information 


DRUG NAME: GABAPENTIN 
INGREDIENTS: GABAPENTIN - 300 MG 



Color: White 
Shape: Circle 

Imprint: 4441 Imprinted with a 
Hourglass logo and 4441 on one side 
and 300 on the reverse side., 
Hourglass 4441 300 Imprinted wiih a 
Hourglass logo and 4441 on one side 
and 300 on the reverse side., 300 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
500 , Bottle of 100 

AAPCC Code: 201172 - Gabapentin 


NDC: 0172-4441-70 
0172-4441-60 

Excipients: Lactose ; Cellulose, 
Microcrystalline; Polyethylene Glycol 

Regulatory Status: RX 

Availability: United States 

Product ID 6594645 

Contact: Teva Pharmaceuticals 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/micromedex2/libimian/PFDefaultActionId/evidencexpert.Dis... 7/26/2012 
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Drug Information 


DRUG NAME: CLONAZEPAM 
INGREDIENTS: CLONAZEPAM - 1 MG 

Color: Mottled Green 
Shape: Circle 

Imprint: 93 - 833 This tablet is 
debossed with 93 - 833 on the unscored 
side. 

Form: Oral Tablet 

Available-Container-Size: Inner 
Pack , Bottle of 100 , Strip of 100 , Bottle 
of 1000, Bottle of 500 

AAPCC Code: 007000 - 
Benzodiazepines 



NDC: 00093-0833-93 
0093-0833-19 

Excipients: Starch, Corn ; D&C Yellow 
No. 10 Aluminum Lake ; FD&C Blue No. 
1 Aluminum Lake ; Lactose 
(Monohydrate); Magnesium 
Stearate ; Cellulose, 

Microcrystalline ; Povidone : Water, 
Purified 

Regulatory Status: Schedule IV 
Availability: United States 
Product ID 5575539 
Contact: Teva Pharmaceuticals 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/micromedex2/librarian/PFDefauItActionId/evidencexpert.Dis,.. 7/26/2012 

Corbett email PRR 004127 




Page 1 of 1 


Drug Information 

DRUG NAME: TRAMADOL HYDROCHLORIDE 
INGREDIENTS: TRAMADOL HYDROCHLORIDE - 50 MG 

Color: white 
Shape: Oval 

Imprint: Pliva; € 16 , SI; 616 

Form: Tablet 

Available-Container-Size: Bottle of 
1000 , Bottle of 100 , Bottle of 500 

AAPCC Code: 201131 -Tramadol 


NDC: 50111-0616-03 
50111-0616-01 
50111-0616-02 

Regulatory Status: RX 

Availability: United States 

Product ID 6294518 

Contact: Teva Pharmaceuticals 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 7/26/2012 
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Drug Information 


DRUG NAME: CLONAZEPAM 
INGREDIENTS: CLONAZEPAM - 2 MG 


Color: white 

Shape: Circle 

Imprint: r ; 35 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
100 , Bottle of 500 

AAPCC Code: 007000 - 
Benzodiazepines 


NDC: 0228-3005-50 
0228-3005-11 

Regulatory Status: Schedule IV 
Availability: United States 
Product ID 5568039 
Contact: Actavis Elizabeth 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http://www.thomsonhc.com/micromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 7/26/2012 
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Drug Information 



DRUG NAME: PROPOXYPHENE NAPSYLATE AND ACETAMINOPHEN - PINK TABLETS 

INGREDIENTS: PROPOXYPHENE NAPSYLATE - 100 MG 
ACETAMINOPHEN - 650 MG 


Color: Pink 

Shape: Oblong 

Imprint: 93 890 

Form: Oral Tablet 

Available-Container-Size: Bottle of 
500, Bottle of 100 

AAPCC Code: 072703 - 
Acetaminophen with Propoxyphene 


NDC: 0093-0890-05 
0093-0890-01 

Excipients: Crospovidone; Silicon 
Dioxide, Colloidal; D&C Red No. 27 
Aluminum Lake ; D&C Yellow No, 10 
Aluminum Lake ; Hydroxypropyl 
Cellulose ; Hypromeliose ; Magnesium 
Stearate ; Cellulose, 

Microcrystalline ; Polyethylene 
Glycol; Povidone ; Starch, 
Pregelatinized ; Stearic Acid ; Titanium 
Dioxide 

Regulatory Status: Schedule IV 
Availability: United States 
Product ID 3416222 
Contact: Teva Pharmaceuticals 


Copyright© 1974-2012 Thomson Reuters. All rights reserved. 


http://mvw.thomsonhc.coWmicromedex2/librarian/PFDefaultActionId/evidencexpert.Dis... 7/26/2012 
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Abundance TIC: 730904.D 



Time-> ° 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.bo 7.50 8.00 8.50 .9.00 9.50 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


730904.D Fri Jul 27 14:03:58 2012 Page 1 
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Area Percent / Library Search Report 


Information fror 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

rs Data File : 

F:\Q3-2010\SYSTEM4\07 

KAC 

14 Jul 2010 11:26 

COCAINE STD 

5 

DRUGS 

RTE 

14__10\730905 . D 

Abundance 

- ..- ■ 

TIC: 730905.D 


4 

78 


3000000; 




; 2500000 



! 

: 2000000 

. 


| 

! 1500000; 



I 

1 000000 i 




500000 ; 

i 



Time~> " 2.00 150 3.00 

3.50 4,00 4.50 

5.00 5.50 6.00 

6.50 7.00 7.50 ' 8.00 8.^0 . 9.00 9.50 | 

Ret. Time 

Area 

Area % 

Ratio % 

4.776 

3103653 100.00 

100.00 


730905.D Fri Jul 27 14:04:02 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\G3-2Q10\SYSTEM4\07 14 

10\730905.D 


Operator 

KAC 



Date Acquired 

14 Jul 2010 11:26 



Sample Name 

COCAINE STD 



Submitted by 




Vial Number 

5 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


1 4.78 C:\DATABASE\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 

82 

Average of 4.749 to 4.871 mir>.: 730905b {-) 

80 

! 

182 

60 





40^ 


. 105 






201 42 

68 ; ; 


122 

| 

198 



o ; ■ 



13q152166 

; 214 231245 

m/z~> 

40 

eb so 

100 

120 

140 160 180 

200 220 

240 

Abundance 

-- 





7/29 



82 







80; 




182 




60; 








40' 


105 






20- 4 ; 2 

68; 


122 


198 



0 



1 3g 15 2l 66 

j 214 

244 

m/z~> 

40 

60 80 

100 

120 

140 160 180 

200 220 

240 


303 

272 

286 324 341355 375 392 409 426 446 468482 

260 280 36o 320 340 360 380 400 420 440 460 480 


COCASNE 


303 
272 

260 280 300 320 340 360 380 400 420 440 460 480 


730905.D Fri Jul 27 14:04:03 2012 Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730906.D 

KAC 

14 Jul 2010 11:40 

BLANK 
ASD 
1 

DRUGS 

RTE 



Time-> ° 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00_ 8.50 9^00 9.50 


Ret. Time 


Area Area % Ratio % 


* **NO INTEGRATED PEAKS* * * 


730906.D Fri Jul 27 14:04:12 2012 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File : 

F:\Q3-2010\SYSTEM4\07 
KAC 

14 Jul 2010 11:53 


ASD 

7 

DRUGS 

RTE 


14 10\730907.D 


Abundance 
| 6000000 

4|78 

TfC:73W0AD“ 

: 5000000 ; 

| 



4000000i 




3000000- 





2000000 - 


2.85 


"1 

1 4.00 !; 

J ij 



Time-> 2.00 2.50 

3.00 3.50 4.00 4.50 ' 5.00 

5.50 6.00 

6.50 7.00 7.50 8.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

2 . 050 

292214 

2.84 

4.54 

2.293 

530989 

5.16 

8.25 

2,853 

2063590 

20.05 

32.05 

4.001 

963956 

9.37 

14.97 

4.779 

6439648 

62.58 

100.00 


730907.D Fri Jul 27 14:04:15 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\07__14_10\730907.D 

Operator : KAC 

Date Acquired 
Sample Name 
Submitted by 
Vial Number : 7 

AcquisitionMeth: DRUGS 
Integrator : RTE 


14 Jui 2 OK 


11:53 


ASD 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


2.05 C:\DATABASE\PMWJTOX2.L 

Cocaine-M/artifact -H20 
Metipranolol-M/artifact AC 
MDA-M (desmethylenyl-methyl-) 


000000-00-0 96 

000000-00-0 35 

MR @ 000000-00-0 25 


Abundance 


80 


60 


40- 


42 


' 20; 

57 

0 i 

0 . 

mfe~> 40 

e'o 


82 


152 


Average of 2.023 to 2.113 min.: 730907.D (-) 


181 


122 

106 f 138 166 


207 232 255 276290 323 343 376 397 417432447 467 498 


Abundance 


152 


7/3574VCocaine-M/artitacf -Ft20 


PTG3 


80 


60 


40. 


20 ' 


82 


181 


106 


122 
1 138 


166 


nVz-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 3^0 340 3&0 3&0 400 420 440 460 480 


730907 ,D 


Fri Jul 27 14:04:16 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3 -2 010\SYSTEM4\0 7___14_10\730907 .D 
KAC 

14 Jul 2010 11:53 


7 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum Quality: 90 


C:\DATABASE\NIST98.L 

PK# 

RT Library/ID 

CAS# Qual 

2 

2.29 C:\DATABASE\PMW TOX2.L 



Cocaine-M (methylecgonine) 

007143-09-1 96 


Cocaine 

000050-36-2 38 

Abundance 

Cocaine-M (methylecgonine) AC 

000000-0.0-0 9 

Average of 2.266 to 2.325 min.: 730907.D (-) 

82 

; 

80: 

96 



60 


40 


142 


20 


68 h 112 168 199 

J : i \l I 126 140 164 f 182 | 


214 232246 268281 300 322 340 369 388 408 


446 463477; 


m/z~*> 40 60 80 100 120 140 1(>0 180 200 220 240 260 280 300 320 340 360 380~ 400 420 440 460 


Abundance 


80 ; 


601 


82 


96 


#467: Cocame-M (rneilTylecgoriine) P852 


40 


20 


01 


199 


112 


168 

140 ; 182 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 260 300 320 340 360 380 400 420 440 460 

730907.D Fri Jul 27 14:04:17 2012 Page 3 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth: DRUGS 
Integrator : RTE 


F:\Q3 -2010\SYSTEM4\07__14_10\73 0 907 . D 
KAC 

11: 53 




ASD 
7 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


3 2,85 C:\DATABASE\PMW_T0X2.L 


Phenacetin 

@ 

000062-44-2 

94 

Bucetin 


001083-57-4 

38 

p-Phenetidine 

@ 

000156-43-4 

30 


Abundance Average of 2.827 to 2.922 min.: 730907.D (-) 

108 

80 ' 

60 ' 


179 

40; 137 | 

: 43 

20; : 80 


65 


m/z-> 


0 ; 


94 


122 151165 193 219 234 249265 281295 313 338 363377 394 415 437 466 485 


40 60 80 100 120 140 160 ISO 200 220 240 260 280 300 320 340 360 380 400 420 440 460 480 


Abundance 

108 

#186; PFenaceiin 

@ P742 

80 : 


179 


60! 

137 



40 

| 




20: 53 80 


m/z-> C 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 480 


151 


730907.D Fri Jul 27 14:04:17 2012 


Page 4 
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Area Percent / Library Search Report 


Information from Data Pile 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3 - 2 010\SYSTEM4\0 7__14__10\73 0907 . D 
KAC 

14 Jul 2010 11:53 


7 

DRUGS 

RTE 


Search Libraries 


C:\DATABASE\SLI.L 
C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 

RT 

Library/ID 


CAS# 

Qual 

4 

4.00 

C:\DATABASE\NIST98 . L 






Imidazo[2,1-b]thiazole, 

2,3,5,6 -tet 

006649-23-6 

98 



Imidazo [ 2 , 1-b]thiazole, 

2,3,5,6 -tet 

006649-23-6 

98 



Imidazo[2,1-b]thiazole. 

2,3,5,6-tet 

006649-23-6 

97 


Abundance 


80 


148 


"Average of 3.975 to 4.086 min.: 7309D7.D (-) 


204 


60 


40 


20 i 


51 


m/z-> 


0 , 


73 


101 


121 


87 $. 


176 S 

.162 190 : 219232 249264 281294 312 328 344359 376 401415429 447 478493 


40 60 80 10:.: 12C 140 160 180 2b0 22C 240 260 280 300 320 340 360 380 400 420 440 466 480 


Abundance 


148 


#T2’34'2"4: imid3zo[2,1 -"SJthiazoIe, 2,3,5T6-tetrahydro-6-pheriyl- 


204 


80 


73 


60' 


40 : 


101 


20 


45 


59 


0 


87 ■ 


127 


176 


m/z--> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 480 


730907.D Fri Jul 27 14:04:18 2012 


Page 5 


Corbett email PRR 004139 

















Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM4\07_14_10\730907.D 

KAC 

^^1^2010 11:53 

ASD 

7 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality: 90 
Minimum Quality: 90 

PK# 

RT Library/ID 

CAS# Qual 

5 

4.78 C:\DATABASE\SLI.L 

COCAINE 

000050-36-2 99 

Abundance 

Average oT47521o 4.800 rriih.: 730907.D (-) 

82 

! 

80 ; 

| 182 

| 

1 

60 : 


! 

40 

105 ; 



20 


o 


42 


68 


122 


198 


272 

224 240 258 i 289 


303 

i 


rrt/z-> 


138 152 166 

40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 38C 400 420 440 460 480 


327 346360 379 401 418 435 454 472487 


Abundance 


82 


~#2"9: COCAINE 


80- 
60 i 

40! 


105 


182 


20 


m/z~> 


,42 





68 

: 122 

13 6 152i66 ' 

198 272 

214 244 j 

303 

F. 

40 60 80 

100 120 

140 160 180 

200 220 240 260 280 

300 


730907.D Fri Jul 27 14:04:19 2012 


Page 6 


Corbett email PRR 004140 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q3-2 010\SYSTEM4\07_14_10\73 0 92 6 , D 
KAC 

14 Jul 2010 16:11 

BLANK 

1 

DRUGS 

RTE 


Abundance TIC: 730926.D 

7000 



Ret. Time 


Area 


Area % Ratio % 


***NO INTEGRATED PEAKS*** 


730926.D Fri Jul 27 14:04:32 2012 


Page 1 


Corbett email PRR 004141 


















Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\SYSTEM4\07 14 10\730927.D 

Operator 

KAC 

Date Acquired 

14 Jul 2010 16:25 

Sample Name 
Submitted by 

COCAINE STD 

Vial Number 

27 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

TIC/ 730927 D “1 

477 

j 3500000 


i 3000000 i 

i ; 

2500000 

! 

: 2000000: 

| 

! 1500000 

j | 

:i { 

| ioooooo: 

! 

500000 

0‘ 

j| i 

Jime-> ” 2.00 2.50 3.00 

3.50 4.00 4.50 5.66 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.773 

3688095 

100.00 

100.00 


730927.D Fri Jul 27 14:04:36 2012 


Page 1 


Corbett email PRR 004142 














Area Percent / Library Search Report 


Information front 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM4\07_14_10\730927.D 

KAC 

14 Jul 2010 16:25 

COCAINE STD 

27 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 

4 , 77 

C:\DATABASE\SLI.L 






COCAINE 

000050 

-36-2 

99 

Abundance 

82 

Average of4.747 io 4.848 min.: 730927.D (-) 




80- 


182 




60 






i 40 


■ 105 j 



j 

i 

1 20- 4 , 2 

! ? 

; I 




1 

68 : '.! 

S ; 122 198 272 303 

;J 138 152166 , i 212227242257 ; 288 : 326341355 372 389404419 

440455 

| 

1 

482 498 i 

m lz-> 40 

60 80 

100 120 140 160 180 200 220 240 260 280 300 320 340 360 

380 400 420 

440 46 O 

480 j 

Abundance 

82 

#29: COCAINE 




80 


182 




| 60 





| 

40 : 


105 



j 

20 42 






0 

68 ; 

122 198 303 

to 152166 272 

138 IDe ; 214 244 




m/z-> 40 

60 80 

100 120 140 160 180 200 220 240 260 280 300 320 340 360 

380 400 420 

440 460 

480 1 : 

730927 . D 


Pri Jul 27 14:04:37 2012 

Page 

2 



Corbett email PRR 004143 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730928.D 

KAC 

14 Jul 2010 16:38 

BLANK 

1 

DRUGS 

RTE 



Ret. Time Area Area % Ratio % 


* **N0 INTEGRATED PEAKS* * * 


730928.D Fri Jul 27 14:04:55 2012 


Page 1 


Corbett email PRR 004144 











Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F : \Q3 - 2 010\SYSTEM4\07___14__10\73 092 9 . D 
KAC 

14 Jul 2010 16:52 

OXYCODONE STD 

29 

DRUGS 

RTE 


Abundance 

1200000 : 

1000000 • 

800000 

6000001 

400000: 

200000 : 

Q->-,- 

Time-> 2,00 2.50 


TiC: 7309297D* 
6j21 


3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.66 


8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.212 

1967546 

100.00 

100.00 


730929.D 


Fri Jul 27 14:04:59 2012 


Page 1 


Corbett email PRR 004145 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired- 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730929.D 

KAC 

14 Jul 2010 16:52 

OXYCODONE STD 

29 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.21 

C:\DATABASE\PMWJTOX2.L 
Oxycodone 

Endogenous biomolecule AC 

000076-42-6 

000000-00-0 

91 

16 


Abundance 


Average of 6.16F toB.270 min.: 730929.D {-) 

315 


so; 


60 


40 44 

20i ij 


70 


115 


84 98 


140 


157171 ! 


230 


201 

187 I 258 

215 | 


244 272 2 a6 300 329343357 382 403418433 463478 495' 


m/z--> ° 40 6b 80 100 120 140 160 180 200 2^0 240 260 280 300 320 340 360 3^6 466 420 440 460 '466 


Abundance 


#583: Oxycodone 


PI 573 
315 


80: 


60; 


40 


70 


230 


20 

140 

201 

258 




0 

mfe--> 40 60 


185 

J; : 

2,6 244 : 

281 

300 i 


80 100 120 140 

160 180 200 

220 240 260 

280 

300 320 

340 360 380 400 420 440 

730929 ,D 

Fri 

Jul 2 7 

14:04:59 

2012 

Page 2 


Corbett email PRR 004146 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14 

KAC 

14 Jul 2010 17:19 

BLANK 
ASD 
1 

DRUGS 

RTE 


10\730931. D 



iTime-> ° 2.00 2.&0 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50' 7-00 7.50 8.00 jio 9.00 9.50 


Ret, Time 


Area Area % Ratio % 


** *NO INTEGRATED PEAKS*** 


730931.D Fri Jul 27 14:05:06 2012 Page 1 


Corbett email PRR 004147 












Area Percent / Library Search Report 


Information from Data File: 

File Name 

F:\Q3-2010\SYSTEM4\07_14_10\730932.D 

Operator 

KAC 

Date Acquired 

14 Jul 2010 17:32 

Sample Name 

mmmam 

Submitted by 

ASD 

Vial Number 

32 

AcquisitionMeth 

DRUGS 

Integrator 

RTE 

Abundance 

TIC: 730932.0 

4.09 

1 

6000000 

i 5000000 

j 

i 4000000; 

i 

| 6.23 

i i 

; 3000000- 

■; j 

2000000; 

•j j! 

1000000 

W j: 

Time-> ° 2.00 ' 2.50 3 00 

3 50 4 00 ' 4.50 5.00 5.50 6.00 6.feo 7.00 7.50 8.00 8.50 9.00 9.^0 


Ret. Time 

Area 

Area % 

Ratio % 

4.092 

6483164 

46.32 

86.29 

6.234 

7513439 

53.68 

100.00 


730932.D Fri Jul 27 14:05:10 2012 


Page 1 


Corbett email PRR 004148 












Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\0 7__14_10\73 0 932.D 

Operator : KAC 

Date Acquired : 14Jul2010 17:32 

Sample Name : EHMmP 

Submitted by : ASD 

Vial Number : 32 

AcquisitionMeth: DRUGS 


Integrator 

. RTE 



Search 

Libraries: C:\DATABASE\SLI.L 


Minimum Quality: 90 



C:\DATABASE\PMW TOX2.L 


Minimum Quality: 90 



C:\DATABASE\NIST98.L 



PK# 

RT 

Library/ID 


CAS# Qual 

1 

4.09 

C:\DATABASE\PMW TOX2.L 





Cyclohexadecane 


000295-65-8 97 



Stearyl alcohol 


000112-92-5 94 



Cyclotetradecane 


000295-17-0 64 

Abundance 

55 

Average of 4.066 to 4.203 mm.: 730932. D (-) 



83 




80 1 






69 ! 

97 



•11 





60 !| 


1 



40; j| 

; !i 

! i 1 

j :• ] 

111 


! 

20; j| 

1 i’! '.! 

: 125 


i 

! 

0 

;1 1 j •:! 

i : 139 '!54i68182196210224238253267282 298312327 345359 375389405 423438453 499 

m/z~> 40 

60 80 

100 120 140 160 180 200 220 240 260 260 300 

320 340 360 

380 400 420 440 460 480 ! 

Abundance 


#2355: Cyclohexadecane 

PI 017 



55 



j 

801 

I 69 83 




60 

hi j 

97 


j 

40; 







; 111 



20; 


1 125 



ob,. 


;; 196 224 



m/z~> 40 

60 80 

100 120 140 160 180 200 220 240 2 fio 280 300 

320 340 360 

380 400 420 440 460 480 

730932 .D 

Fri Jul 27 14:05:11 2012 


Page 2 


Corbett email PRR 004149 

























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730932.D 

KAC 

14 Jul 2010 17:32 


32 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 6.23 C:\ DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 98 

000000 - 00-0 22 


Abundance 


Average of 6.155"to 6.313 min.:T309327D (-) 

315 


80 


60 i 


40 1 44 


20 


0 


70 


115 


140 


84 


98 


230 


201 

187 


. !. 15917,3 


215 


258 

o 300 ^ 

: 286 ; :i; 329343357 373 389403 418433 451465 481 497 


Oi/z~> 40 60 80 100 120 140 160 180 200 220 240 260 280 3C0 320 340 360 380 400 420 440 460 480 


Abundance 


80 


#583: Oxycodone 


60. 


40 j 

70 

230 




: 20 

140 

201 258 






185 




1 


216 244 

261 

300 


0 : 

. .. , J. ,.. ... 1 ... . 

: , • ,-i. : J-' . . -Hi, . J. . . | . . J, , .. 


■ i 1 ' ! . -T-I-f-’ *'-- 

m/z-> 40 

60 80 100 120 140 160 

180 200 220 240 260 

280 

300 320 



730932 „D 


Fri Jul 27 14:05:11 2012 


Page 3 


Corbett email PRR 004150 
























Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired : 
Sample Name 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F ; \Q3-2010\SYSTEM4\07_14_10\730934 .D 
KAC 

14 Jul 2010 18:00 

BLANK 
ASD 
1 

DRUGS 

RTF 


Abuntonce TIC: 730934.D 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS * * * 


730934.D Fri Jul 27 14:05:18 2012 Page 1 


Corbett email PRR 004151 













Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


Data File: 

F:\Q3-2010\SYSTEM4\07_14_10\730935.D 

KAC 

14 Jul 2010 18:13 

B10-03744 
ASD 
35 

DRUGS 

RTE 


Abundance TIC: 730935.0 

4(09 

5000000: I 

' 400000 °; | 6.23 

; 30000001 | ! 

2000000 i ! ii 

i ; 1 I 

: 1000000 ,1 j; 


Time-> 2,00 2.50 

3.00 3.50 4.00 4.50 5.00 

5.50 6.00 

6.50 7.00 7.50 6.00 8.50 9.00 9.50 

Ret. Time 

Area 

Area % 

Ratio % 

4,090 

5806975 

45.69 

84.13 

6.232 

6902612 

54.31 

100.00 


730935.D Fri Jul 27 14:05:24 2012 


Page 1 


Corbett email PRR 004152 





Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730935.D 

KAC 

14 Jul 2010 18:13 


ASD 

35 

DRUGS 

RTF 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2. L 
C:\DATABASE\NIST98. L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

4.09 

C:\DATABAS E\PMW TOX2.L 





Cyclohexadecane 

000295-65-8 

96 



Stearyl alcohol 

000112-92-5 

94 



Cyclotetradecane 

000295-17-0 

72 


Abundance 

55 

83 


CO 

O 

!) 69 


97 

j 41 

f| ! 

j 

! 

6°j 

1! ; 



40 ; 

'j! :!l 


; 111 

I 20 | 


•j 

: i 

[ ! 125 

o ! L- 

V. 

1 

| 1 i 

m/z-> 40 

60 

sb 

100 120 

Abundance 

55 



801 

; 69 

83 


60 



97 

40- 


: 

: 111 

20: 



j j 


Average of 4."0"6"4 to 4.f64TnTn.:730935.D (-) 


139 


^541681821 8621 0^4238252266281 296 313327341 355 371 398413 432 451 492j 


H23 5"5T Oy cfofiexa d e ca n e 


'PT017 


125 

i 


1S6 


224 


in/z~> 40 60 80 100 120 140 160 180 200 220 240 2&> 280 300 320 340 360 380 400 420 44o' 460 480 
730935,D Fri Jul 27 14:05:24 2012 Page 2 


Corbett email PRR 004153 
















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2 010\SYSTEM4\07_14_10\73 0 935.D 
KAC 

14 Jul 2010 18:13 


35 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


2 6.23 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 91 

000000 - 00-0 22 


Abundance 


80: 


60 


40- 44 


20: 


O ', ,-r-r 


70 


Average o f 6.164 to 6.296 min.: 730935:0 (-) 

315 


230 


115 


140 


201 


Abundance 


80 


; 84 98 

il ( !. i6i 

i.H j!^ IJ-. 

187 

: : i i. r ! -: 

215 : 258 | I 

ii! ■:! 244 oto 300 

■ ; 286 j 329343357 372 390 406420 451466480 496 

60 80 100 

120 140 160 

180 260 2i0 240 260 280 366' 320 340 360 380 400 4^0 440 460 480 


60 ; 


#583: Oxycodone 


PT573 


315 


40 


20 : 


O'. 


70 


140 


230 


201 


258 


185 


216 


. 244 


281 


300 U 


m/z~> 40 60 8b 100 120 140 160 180 200 220 240 260 280 300 320 340 360 380 400 4&) 440 460 480 

730935.D Fri Jul 27 14:05:25 2012 Page 3 


Corbett email PRR 004154 

























Area Percent / Library Search Report 


Information from Data File: 


File Name : F:\Q3-2010\SYSTEM4\07__14_10\730937.D 

Operator : KAC 

Date Acquired : 14 Jul 2010 18:40 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance .'.“.—.TIC: 730937 D 

7000 


7000 ; 



Ret. Time Area Area % Ratio % 

* **N0 INTEGRATED PEAKS*** 


















Area Percent / Library Search Report 


Information fror 
File Name 
Operator 

Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 

n Data File: 

F:\Q3-2010\SYSTEM4\07 14 10\730938.D 

KAC 

14 Jul 2010 18:54 

OXYCODONE STD 

29 

DRUGS 

RTE 

Abundance 

TIC.: 730938.D ..'.. ..“. 1 

1200000; 

6|21 

] j 

: loooooo! 

1 i 

i : 

eoooooi 

600000; 

ii i 

■ ! 

, ; j | 

400000; 1 

200000 i 

0 

;j j 

TSme-> " 2.00 2.50 3.00 

3.50 4 00 4.50 5.00 5.50 6.00 6.50 7 00 7.50 8.00 8.S0 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.215 

2119561 

100.00 

100.00 


730938.D Fri Jul 27 14:05:36 2012 


Page 1 


Corbett email PRR 004156 










Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM4\07_14_10\730938.D 
KAC 

14 Jul 2010 18:54 

OXYCODONE STD 

29 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMWJTOX2 .L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


6.21 C : \DATABASE\ PMW__TOX2 . L 
Oxycodone 

Endogenous biomolecule AC 


000076-42-6 91 

000000-00-0 9 


Abundance 


80 


Average of 6.167 to 6.305 min.: 730038.D (-) 

315 


60; 


40 j 44 

1 i 


70 


230 


20 



115 

140 

201 






98 


187 | 


258 

\ 

■ ' ! 


84 



159173 

215 

244 979„„„300 

i: 

; ft. 






I; ; i J . , ' 


: : 286 i 

t 330 346361 377391405420434 450 469483 

m/z-> 40 60 

80 

100 

120 

140 

160 180 200 

220 

240 260 280 3C0 

320 340 360 38o' 400 420 440 460 480 


Abundance 


80 


#583: Oxycodone 


PI 573...*-■ 


3-]5 


60 


40 


20 


70 


230 


140 


201 


258 


185 


2 :1 6 244 ! 281 300 j 


m lz-> 40 60 80 lOo 120 140 l60 180 200 220 240 260 280 300 320 340 360 380 400 420 440 460 480 

730938.D Fri Jul 27 14:05:36 2012 Page 2 


Corbett email PRR 004157 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730949.D 

KAC 

15 Jul 2010 7:17 

BLANK 

2 

CLONAZ 

RTE 



Ret . 


Time 


Area 


Area % Ratio % 


***N0 INTEGRATED PEAKS* * * 


730949.D Fri Jul 27 14:05:57 2012 Page 1 


Corbett email PRR 004158 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07_14_10\730950.D 
KAC 

15 Jul 2010 7:31 

CLONAZEPAM STD 

50 

CLONAZ 

RTE 


Abundance TIC: 730950.D 

700000; 6)91 

j 600000 

j 500000j 


400000; 

3000001 


j 200000; j; 

100000 ! | 

| | i 

jlirrie—> 2 00 2.50 3 O0 3 50 4.0cT~ t 4.50 5.00 5.50 6.00 6.50 7t0 7.50~ 8.00 


8.50 9.00 9.50' 10.00 ' 


Ret. Time 

Area 

Area % 

Ratio % 

6.906 

1617457 

100.00 

100.00 


730950.D Fri Jul 27 14:06:01 2012 


Page 1 


Corbett email PRR 004159 











Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q3-2010\SYSTEM4\07 14 

10\730950.D 


Operator 

KAC 



Date Acquired 

15 Jul 2010 7:31 



Sample Name 

CLONAZEPAM STD 



Submitted by 




Vial Number 

50 



AcquisitionMe t h 

CLONAZ 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI.L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 

Minimum 

Quality: 90 


C:\DATABASE\NIST98.L 



PK# RT 

Library/ID 

CAS# 

Qual 


6.91 C:\DATABASE\PMW_TOX2.L 
Clonazepam 

Clorazepate-M/artifact AC 
Estradiol 2AC 


001622-61-3 98 
000000-00-0 9 
003434-88-6 1 


Abundance 


80; 


Average of 6.832 io 7-043 min-: 730950.D (-) 


60: 


40: 51 


20 j 

41 

0 ! '.I- 


234 


75 


89 


63 


- l-C- Luti t ■ LliJi'--W-tA - : ,yi, .! i-f -iWr ‘I W4K-TW -I.'• 

m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 Z70 280 290 30O 310 

Abundance #454: Clonazepam.PI574 — 


. ■: 


102 

i 


M; 


151 

j 

125 

111 188 j!) 

! Li ill ; ! ll: 


177 


i i 

164 !;! 

I- 

i] i.T 


205 


i ! 

! I 


268 


252 


193 




222 



2?0 


314 


80: 


60; 


40 


20 - 


Of: 


234 


76 


89 


151 


177 


205 


62 


268 


252 


289 


m/z~> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 


730950.D 


Fri Jul 27 14:06:01 2012 


Page 2 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\07 14 10\730952.D 
KAC 

15 Jul 2010 8:00 

BLANK 
ASD 
2 

CLGNAZ 

RTE 


Abundance "iTC:730952.D 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS* * * 


730952.D Fri Jul 27 14:06:07 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \Q3-2 010\SYSTEM4\0 7_i4__10\73 0953 .D 
KAC 

15 Jul 2010 8:14 


ASD 

53 

CLONAZ 

RTE 


Abundance ...TIC: 7309510 

6j90 

500000: | 

400000: j! 

! 1 

■i 

i ; .1 

300000; I 

200000 ! 
j i 

iooooo ; Is 

| [ [ 


U V-V- A \ ■ 1 "1—r-r- 

Tlme-> 2.00 2.50 

3.00 3.50 4.00 4.50 5.66 

5.50 <100 6.50 

7.00 7.50 8.00 8.50 9.00 9.50 10.00 

Ret. Time 

Area 

Area % 

Ratio % 

6.905 

1224794 

100.00 

100.00 


730953.D Fri Jul 27 14:06:11 2012 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q3-2010\SYSTEM4\07_14_10\730953.D 

Operator : KAC 

Date Acquired : ^^1^^2010 8:14 

Sample Name : 

Submitted by : ASD 

Vial Number : 53 

AcquisitionMeth: CLONAZ 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 90 

PK# 

RT Library/ID 

CAS# 

Qual 


6.90 C:\DATABASE\PMW_TOX2.L 

Clonazepam 

Clorazepate-M/artifact AC 
Estradiol 2AC 


001622-61-3 98 
000000-00-0 9 
003434-88-6 1 


Abundance 


80; 


60; 


401 


20 : 


51 


Average of 6.831 to"77000"mid.: 730953.0 '(-] 


75 


89 


151 


177 


234 


63 


102 


205 

I 


125 


2Q0 


268 


i 41 ;i 

m iz~> 40 50 GO 70 80 90 100 

AfxTndance 

80 

60 

40- 


314 



111 

“ il -« ; 
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|!j 252 

289 
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j 192 
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: ' ■ i 
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:ij i:j' 

• H‘;! 

lit-: rill! Jllbl 

!i -j9 ;' j ) i, ). 

wit.Loij.L'iil'i.iPill-iL!: 

! | ■ i ! 1i 

■ wm ■ cm 

1, ■ ,j| P Z 1; !,| 

w-rArv il ■ - 1- H' .Wi . . 

. 298 

j; , 


"#454: Clonazepam 


PI 574 


280 


314 


234 


20 : 


76 


62 


89 


151 177 


205 


268 


252 


289 


nvz~> C 40 50 60 70 80 90 100 110 120 130 140 150 160 170 1&) 190 200 210 220 230 240 250 260 270 280 290 300 310 


730953.D Fri Jul 27 14:06:12 2012 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM4\07_14_10\730955.D 

KAC 

15 Jul 2010 8:42 

BLANK 
ASD 
2 

CLONAZ 

RTE 



Ret. Time 


Area Area % Ratio % 


* **N0 INTEGRATED PEAKS* * * 


730955.D Fri Jul 27 14:06:18 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\07_14_10\730956.D 

Operator : KAC 

Date Acquired : 15 Jul 2010 8:57 

Sample Name : 

Submitted by : ASD 

Vial Number : 56 

AcquisitionMeth: CLONAZ 
Integrator : RTE 


Abundance 
I 700000 

i 000000 

500000| 
400000| 
300000| 

200000i 

iooooo; 


Tic- 730056.D 

6(91 


irime-> ° 2.00 2 ,feo 3.bo 3.50 4^00 4.& 


5.00 5.50 6.00' 6 50 71)0 


8.50 9.00 9.50 10!00 



730956.D Fri Jul 27 14:06:23 2012 
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Area Percent / Library Search Report 


Information 
Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


from Data File: 

F:\Q3-2010\SYSTEM4\07 
KAC 

15 Jul 2010 8:57 


14 10\730956.D 


ASD 

56 

CLONAZ 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


6.91 C : \ DATABAS E \ PMW__TOX 2 . L 

Clonazepam 

Clorazepate-M/artifact AC 
Estradiol 2AC 


001622-61-3 98 
000000-00-0 9 
003434-88-6 1 


Abundance 


80; 

601 

401 51 

i i 

20 ! 

41 I 


75 


63 


89 


102 


Average 6f03'9To7.029mfir:730956.D (-) 


234 


151 


177 
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205 
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125 


h:!i 
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164 


252 


193 


222 




2?0 


268 


0 If'rr . i” • ■ .Sj: ; 44l|j|’I j’i ;ijlfi-:-JW --UA , • '- Rttn' - f iT ''■' r 

' -- -- 120 130 140 150 160 170 180 190200 210 220 230 240 250 26_0 270 280 2! 


. . 1'i 'i i' i ' l . . .lb Vr ; 


289 


314 


Wz~> 40 50 60 70 80 90 100 110 
Abundance 


298 

WrrT*H-m r v#W-r 

290 300 310 320 


"#454: "Clonazepam 


PI 574 


2^0 


314 


80: 


60! 


40: 


20 , 


Q; 


76 


62 


89 


151 


177 


205 


234 
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252 


289 


m/z- > 40 50 60 70 80 90 100 DO 120 130 140 150 160 170 180 190 200 210 220 230 240 250 260 270 280 290 300 310 320 • 


730956.D 


Fri Jul 27 14 : 06 :23 2012 
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Area Percent / Library Search Report 



Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\07_14_10\730961.D 

Operator : KAC 

Date Acquired : 15 Jul 2010 10:07 

Sample Name : BLANK 
Submitted by : 

Vial Number : 2 

AcquisitionMeth: CLONAZ 
Integrator : RTE 


Abundance TIC: 730961 .D 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


730961.D Fri Jul 27 14:06:34 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3- 2 010\SYSTEM4\07__14__10\73 0 962 . D 
KAC 

15 Jul 2010 10:21 

CLONAZEPAM STD 

50 

CLONAZ 

RTE 


Abundance TIC: 730962.D 

800000; 

eooooo; 

i j 

: 400000: 

j 200000] 




Timo-> "2.00 2 50 

3.00 3.50 4.00' 4.50 ' 5.00 

5.50 6.00 6.50 

7.00 7.50 8.00 8.50 ' 9.00 9,50 10.00 

Ret. Time 

Area 

Area % 

Ratio % 

6.908 

1897965 

100.00 

100.00 


730962.D Fri Jul 27 14:06:38 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3- 2 010\SYSTEM4\0 7__14_10 \ 73 0 962,D 
KAC 

15 Jul 2010 10:21 

CLONAZEPAM STD 

50 

CLONAZ 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

Minimum Quality: 

: 90 



C:\DATABASE\PMW TOX2.L 

Minimum Quality; 

: 90 



C:\DATABASE\NIST98.L 


PK# 

RT 

Library/ID 

CAS# Qual 

1 

6.91 

C:\DATABASE\PMW TOX2.L 





Clonazepam 

001622-61-3 

98 



Clorazepate-M/artifact AC 

000000-00-0 

9 



Estradiol 2AC 

003434-88-6 

1 


Abundance 


80 


Average of6.840'to 7 020 min.: 730962.0 (-) 


2$0 


314 


60j 


234 
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! i 


20 

I 

0 

jnrt/z-> 
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i 40 
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;i f. l 

■Iij ji : ; f 

, 111 

,,| !! , 
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164 
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|!;1 193 jl 

ijlij r| 111 | 
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Jr 
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. . . , . 
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h : ■ #lr 

100 llo 1 

vSf|iji| , ( | I i i4 i J H j|J 

20 130 140 15 

:i. * I, ! ; . 

0 160 17C 

P4*; . +wiK>, 
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268 


222 

.!■, ;j . 


: i i 252 

ji |*3 j. 


298 


W54: Clonazepam 


PI574~ 


2§0 

j 


314 


234 
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76 


89 


151 
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205 


62 


0 . .. 


268 

252 i I. 

!l ill. 


m/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 2l6o 210 220 230 240 250 2<$0 270 280 290 300 310 320 
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